BOOK 
CVIII 
1 000 0007° °° - 1 000 000%9 99 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 00079 00 
and 1 000 00079 999, 


108.1. 1 000 0007 9°° - 1 000 0007 99 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 0007? 00 
and 1 000 0007? °°, 


1 followed by 420 000 zeros, 1 000 00079 °° - one heptacontischilillion 

1 followed by 420 006 zeros, 1 000 00079 °1 - one heptacontischiliahenillion 
1 followed by 420 012 zeros, 1 000 00079 °°2 - one heptacontischiliadillion 

1 followed by 420 018 zeros, 1 000 00079 °° - one heptacontischiliatrillion 

1 followed by 420 024 zeros, 1 000 0007 °% - one heptacontischiliatetrillion 

1 followed by 420 030 zeros, 1 000 0007 - one heptacontischiliapentillion 
1 followed by 420 036 zeros, 1 000 0007 - one heptacontischiliahexillion 
1 followed by 420 042 zeros, 1 000 00079 °% - one heptacontischiliaheptillion 
1 followed by 420 048 zeros, 1 000 00079 °%8 - one heptacontischiliaoctillion 


1 followed by 420 054 zeros, 1 000 00079 °°9 - one heptacontischiliaennillion 


1 followed by 420 000 zeros, 1 000 00079 °° - one heptacontischilillion 


1 followed by 420 060 zeros, 1 000 0007 °° - one heptacontischiliadekillion 

1 followed by 420 120 zeros, 1 000 00079 °° - one heptacontischiliadiacontillion 

1 followed by 420 180 zeros, 1 000 00079 °° - one heptacontischiliatriacontilion 

1 followed by 420 240 zeros, 1 000 00079 “° - one heptacontischiliatetracontillion 

1 followed by 420 300 zeros, 1 000 0007 °° - one heptacontischiliapentacontillion 
1 followed by 420 360 zeros, 1 000 00079 °° - one heptacontischiliahexacontillion 

1 followed by 420 420 zeros, 1 000 0007 °79 - one heptacontischiliaheptacontillion 
1 followed by 420 480 zeros, 1 000 00079 °° - one heptacontischiliaoctacontillion 


1 followed by 420 540 zeros, 1 000 00079 °° - one heptacontischiliaenneacontillion 


1 followed by 420 000 zeros, 1 000 00079 °° - one heptacontischilillion 

1 followed by 420 600 zeros, 1 000 00079 1° - one heptacontischiliahectillion 

1 followed by 421 200 zeros, 1 000 0007 2 - one heptacontischiliadiacosillion 

1 followed by 421 800 zeros, 1 000 00079 2° - one heptacontischiliatriacosillion 

1 followed by 422 400 zeros, 1 000 00079 4° - one heptacontischiliatetracosillion 

1 followed by 423 000 zeros, 1 000 00079 5° - one heptacontischiliapentacosillion 
1 followed by 423 600 zeros, 1 000 00079 ©°° - one heptacontischiliahexacosillion 
1 followed by 424 200 zeros, 1 000 000797 - one heptacontischiliaheptacosillion 
1 followed by 424 800 zeros, 1 000 00079 8° - one heptacontischiliaoctacosillion 


1 followed by 425 400 zeros, 1 000 0007 9° - one heptacontischiliaenneacosillion 


108.2. 1 000 00071 °° - 1 000 00071 999 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 00071 °° 
and 1 000 000” °°, 


1 followed by 426 000 zeros, 1 000 00071 °° - one heptacontahenischilillion 
1 followed by 426 006 zeros, 1 000 00071 1 - one heptacontahenischiliahenillion 


1 followed by 426 012 zeros, 1 000 00071 °° - one heptacontahenischiliadillion 


1 followed by 426 018 zeros, 1 000 00071 °° - one heptacontahenischiliatrillion 

1 followed by 426 024 zeros, 1 000 000714 - one heptacontahenischiliatetrillion 

1 followed by 426 030 zeros, 1 000 000715 - one heptacontahenischiliapentillion 
1 followed by 426 036 zeros, 1 000 00071 °° - one heptacontahenischiliahexillion 
1 followed by 426 042 zeros, 1 000 00071 ° - one heptacontahenischiliaheptillion 
1 followed by 426 048 zeros, 1 000 00071 °%8 - one heptacontahenischiliaoctillion 


1 followed by 426 054 zeros, 1 000 00071 °°9 - one heptacontahenischiliaennillion 


1 followed by 426 000 zeros, 1 000 00071 °° - one heptacontahenischilillion 

1 followed by 426 060 zeros, 1 000 00071°"° - one heptacontahenischiliadekillion 

1 followed by 426 120 zeros, 1 000 00071 °2° - one heptacontahenischiliadiacontillion 

1 followed by 426 180 zeros, 1 000 00071 °° - one heptacontahenischiliatriacontilion 

1 followed by 426 240 zeros, 1 000 00071 4° - one heptacontahenischiliatetracontillion 

1 followed by 426 300 zeros, 1 000 00071 °° - one heptacontahenischiliapentacontillion 
1 followed by 426 360 zeros, 1 000 00071 °° - one heptacontahenischiliahexacontillion 

1 followed by 426 420 zeros, 1 000 00071°7° - one heptacontahenischiliaheptacontillion 
1 followed by 426 480 zeros, 1 000 00071 8° - one heptacontahenischiliaoctacontillion 


1 followed by 426 540 zeros, 1 000 00071 °°° - one heptacontahenischiliaenneacontillion 


1 followed by 426 000 zeros, 1 000 00071 °° - one heptacontahenischilillion 

1 followed by 426 600 zeros, 1 000 00071 1 - one heptacontahenischiliahectillion 

1 followed by 427 200 zeros, 1 000 00071 2 - one heptacontahenischiliadiacosillion 

1 followed by 427 800 zeros, 1 000 00071 2° - one heptacontahenischiliatriacosillion 

1 followed by 428 400 zeros, 1 000 00071 4 - one heptacontahenischiliatetracosillion 

1 followed by 429 000 zeros, 1 000 00071 5° - one heptacontahenischiliapentacosillion 
1 followed by 429 600 zeros, 1 000 00071 © - one heptacontahenischiliahexacosillion 
1 followed by 430 200 zeros, 1 000 00071 7° - one heptacontahenischiliaheptacosillion 
1 followed by 430 800 zeros, 1 000 00071 ® - one heptacontahenischiliaoctacosillion 


1 followed by 431 400 zeros, 1 000 00071 9° - one heptacontahenischiliaenneacosillion 


108.3. 1 000 00072 9°° - 1 000 00072 999 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 00072 °° 
and 1 000 00072 °°9, 


1 followed by 432 000 zeros, 1 000 00072 °° - one heptacontadischilillion 

1 followed by 432 006 zeros, 1 000 00072 1 - one heptacontadischiliahenillion 
1 followed by 432 012 zeros, 1 000 00072 °°2 - one heptacontadischiliadillion 

1 followed by 432 018 zeros, 1 000 00072 °° - one heptacontadischiliatrillion 

1 followed by 432 024 zeros, 1 000 00072 °% - one heptacontadischiliatetrillion 

1 followed by 432 030 zeros, 1 000 00072 5 - one heptacontadischiliapentillion 
1 followed by 432 036 zeros, 1 000 00072 °% - one heptacontadischiliahexillion 

1 followed by 432 042 zeros, 1 000 00072 °%” - one heptacontadischiliaheptillion 
1 followed by 432 048 zeros, 1 000 00072 °%8 - one heptacontadischiliaoctillion 


1 followed by 432 054 zeros, 1 000 00072 °° - one heptacontadischiliaennillion 


1 followed by 432 000 zeros, 1 000 00072 °° - one heptacontadischilillion 

1 followed by 432 060 zeros, 1 000 00072 °"° - one heptacontadischiliadekillion 

1 followed by 432 120 zeros, 1 000 00072 °2° - one heptacontadischiliadiacontillion 

1 followed by 432 180 zeros, 1 000 00072 °° - one heptacontadischiliatriacontilion 

1 followed by 432 240 zeros, 1 000 00072 °° - one heptacontadischiliatetracontillion 

1 followed by 432 300 zeros, 1 000 00072 °° - one heptacontadischiliapentacontillion 
1 followed by 432 360 zeros, 1 000 00072 °° - one heptacontadischiliahexacontillion 

1 followed by 432 420 zeros, 1 000 00072 °”9 - one heptacontadischiliaheptacontillion 
1 followed by 432 480 zeros, 1 000 00072 °®° - one heptacontadischiliaoctacontillion 


1 followed by 432 540 zeros, 1 000 00072 °° - one heptacontadischiliaenneacontillion 


1 followed by 432 000 zeros, 1 000 00072 °° - one heptacontadischilillion 


1 followed by 432 600 zeros, 1 000 00072 1° - one heptacontadischiliahectillion 
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1 followed by 433 200 zeros, 1 000 00072 2°° - one heptacontadischiliadiacosillion 

1 followed by 433 800 zeros, 1 000 00072 2° - one heptacontadischiliatriacosillion 

1 followed by 434 400 zeros, 1 000 00072 4° - one heptacontadischiliatetracosillion 

1 followed by 435 000 zeros, 1 000 00072 5 - one heptacontadischiliapentacosillion 
1 followed by 435 600 zeros, 1 000 00072 © - one heptacontadischiliahexacosillion 
1 followed by 436 200 zeros, 1 000 000727 - one heptacontadischiliaheptacosillion 
1 followed by 436 800 zeros, 1 000 00072 °° - one heptacontadischiliaoctacosillion 


1 followed by 437 400 zeros, 1 000 00072 9° - one heptacontadischiliaenneacosillion 


108.4. 1 000 00072 °° - 1 000 00073 999 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 00073 °° 
and 1 000 0007? 999, 


1 followed by 438 000 zeros, 1 000 00072 °° - one heptacontatrischilillion 

1 followed by 438 006 zeros, 1 000 0007? °° - one heptacontatrischiliahenillion 
1 followed by 438 012 zeros, 1 000 0007? °° - one heptacontatrischiliadillion 

1 followed by 438 018 zeros, 1 000 0007? °° - one heptacontatrischiliatrillion 

1 followed by 438 024 zeros, 1 000 00072 4 - one heptacontatrischiliatetrillion 

1 followed by 438 030 zeros, 1 000 0007 5 - one heptacontatrischiliapentillion 
1 followed by 438 036 zeros, 1 000 00072 6 - one heptacontatrischiliahexillion 
1 followed by 438 042 zeros, 1 000 0007? °% - one heptacontatrischiliaheptillion 
1 followed by 438 048 zeros, 1 000 0007? °%8 - one heptacontatrischiliaoctillion 


1 followed by 438 054 zeros, 1 000 0007? °°9 - one heptacontatrischiliaennillion 


1 followed by 438 000 zeros, 1 000 00072 °° - one heptacontatrischilillion 
1 followed by 438 060 zeros, 1 000 00072 °"° - one heptacontatrischiliadekillion 
1 followed by 438 120 zeros, 1 000 0007? °2° - one heptacontatrischiliadiacontillion 


1 followed by 438 180 zeros, 1 000 0007? °° - one heptacontatrischiliatriacontilion 


1 followed by 438 240 zeros, 1 000 0007? °° - one heptacontatrischiliatetracontillion 
1 followed by 438 300 zeros, 1 000 00072 °° - one heptacontatrischiliapentacontillion 
1 followed by 438 360 zeros, 1 000 0007? °© - one heptacontatrischiliahexacontillion 
1 followed by 438 420 zeros, 1 000 00072 °7° - one heptacontatrischiliaheptacontillion 
1 followed by 438 480 zeros, 1 000 0007? °° - one heptacontatrischiliaoctacontillion 


1 followed by 438 540 zeros, 1 000 0007? °° - one heptacontatrischiliaenneacontillion 


1 followed by 438 000 zeros, 1 000 00072 °° - one heptacontatrischilillion 

1 followed by 438 600 zeros, 1 000 00072 1° - one heptacontatrischiliahectillion 

1 followed by 439 200 zeros, 1 000 00072 2° - one heptacontatrischiliadiacosillion 

1 followed by 439 800 zeros, 1 000 0007? 2° - one heptacontatrischiliatriacosillion 

1 followed by 440 400 zeros, 1 000 0007? 4° - one heptacontatrischiliatetracosillion 

1 followed by 441 000 zeros, 1 000 00072 5° - one heptacontatrischiliapentacosillion 
1 followed by 441 600 zeros, 1 000 0007? © - one heptacontatrischiliahexacosillion 

1 followed by 442 200 zeros, 1 000 00072 7° - one heptacontatrischiliaheptacosillion 
1 followed by 442 800 zeros, 1 000 0007? °° - one heptacontatrischiliaoctacosillion 


1 followed by 443 400 zeros, 1 000 00072 9° - one heptacontatrischiliaenneacosillion 


108.5. 1 000 000% °°° - 1 000 000% 999 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 000% °° 
and 1 000 000” °°. 


1 followed by 444 000 zeros, 1 000 00074 ° - one heptacontatetrischilillion 

1 followed by 444 006 zeros, 1 000 00074 - one heptacontatetrischiliahenillion 
1 followed by 444 012 zeros, 1 000 00074 °% - one heptacontatetrischiliadillion 

1 followed by 444 018 zeros, 1 000 00074 3 - one heptacontatetrischiliatrillion 

1 followed by 444 024 zeros, 1 000 00074 ° - one heptacontatetrischiliatetrillion 


1 followed by 444 030 zeros, 1 000 00074  - one heptacontatetrischiliapentillion 


1 followed by 444 036 zeros, 1 000 00074  - one heptacontatetrischiliahexillion 
1 followed by 444 042 zeros, 1 000 00074 °% - one heptacontatetrischiliaheptillion 
1 followed by 444 048 zeros, 1 000 00074 8 - one heptacontatetrischiliaoctillion 


1 followed by 444 054 zeros, 1 000 00074 9 - one heptacontatetrischiliaennillion 


1 followed by 444 000 zeros, 1 000 00074 °° - one heptacontatetrischilillion 

1 followed by 444 060 zeros, 1 000 00074 °'° - one heptacontatetrischiliadekillion 

1 followed by 444 120 zeros, 1 000 00074 °° - one heptacontatetrischiliadiacontillion 

1 followed by 444 180 zeros, 1 000 00074 °° - one heptacontatetrischiliatriacontilion 

1 followed by 444 240 zeros, 1 000 00074 ° - one heptacontatetrischiliatetracontillion 

1 followed by 444 300 zeros, 1 000 00074 °° - one heptacontatetrischiliapentacontillion 
1 followed by 444 360 zeros, 1 000 00074 © - one heptacontatetrischiliahexacontillion 
1 followed by 444 420 zeros, 1 000 00074 °”9 - one heptacontatetrischiliaheptacontillion 
1 followed by 444 480 zeros, 1 000 00074 ®° - one heptacontatetrischiliaoctacontillion 


1 followed by 444 540 zeros, 1 000 00074 °° - one heptacontatetrischiliaenneacontillion 


1 followed by 444 000 zeros, 1 000 00074 °° - one heptacontatetrischilillion 

1 followed by 444 600 zeros, 1 000 00074 1° - one heptacontatetrischiliahectillion 

1 followed by 445 200 zeros, 1 000 00074 2 - one heptacontatetrischiliadiacosillion 

1 followed by 445 800 zeros, 1 000 00074 2° - one heptacontatetrischiliatriacosillion 

1 followed by 446 400 zeros, 1 000 00074 4° - one heptacontatetrischiliatetracosillion 

1 followed by 447 000 zeros, 1 000 00074 5° - one heptacontatetrischiliapentacosillion 
1 followed by 447 600 zeros, 1 000 00074 °° - one heptacontatetrischiliahexacosillion 

1 followed by 448 200 zeros, 1 000 000747 - one heptacontatetrischiliaheptacosillion 
1 followed by 448 800 zeros, 1 000 00074 ®°° - one heptacontatetrischiliaoctacosillion 


1 followed by 449 400 zeros, 1 000 00074 9° - one heptacontatetrischiliaenneacosillion 


108.6. 1 000 0007 9°° - 1 000 000” 999 


Here are the lists containing proposed names of large numbers 
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that belong to the numerical ranges between 1 000 000’ 
and 1 000 000” 99, 


1 followed by 450 000 zeros, 1 000 00075 °° - one heptacontapentischilillion 

1 followed by 450 006 zeros, 1 000 00075 °°! - one heptacontapentischiliahenillion 
1 followed by 450 012 zeros, 1 000 00075 °°2 - one heptacontapentischiliadillion 

1 followed by 450 018 zeros, 1 000 00075 °° - one heptacontapentischiliatrillion 

1 followed by 450 024 zeros, 1 000 00075 - one heptacontapentischiliatetrillion 

1 followed by 450 030 zeros, 1 000 00075 °° - one heptacontapentischiliapentillion 
1 followed by 450 036 zeros, 1 000 00075 °% - one heptacontapentischiliahexillion 

1 followed by 450 042 zeros, 1 000 00075 °% - one heptacontapentischiliaheptillion 
1 followed by 450 048 zeros, 1 000 00075 °8 - one heptacontapentischiliaoctillion 


1 followed by 450 054 zeros, 1 000 00075 °°9 - one heptacontapentischiliaennillion 


1 followed by 450 000 zeros, 1 000 00075 °° - one heptacontapentischilillion 

1 followed by 450 060 zeros, 1 000 00075 °"° - one heptacontapentischiliadekillion 

1 followed by 450 120 zeros, 1 000 00075 °2° - one heptacontapentischiliadiacontillion 

1 followed by 450 180 zeros, 1 000 00075 °° - one heptacontapentischiliatriacontilion 

1 followed by 450 240 zeros, 1 000 00075 4° - one heptacontapentischiliatetracontillion 

1 followed by 450 300 zeros, 1 000 00075 °*° - one heptacontapentischiliapentacontillion 
1 followed by 450 360 zeros, 1 000 00075 °° - one heptacontapentischiliahexacontillion 
1 followed by 450 420 zeros, 1 000 00075 °7° - one heptacontapentischiliaheptacontillion 
1 followed by 450 480 zeros, 1 000 00075 °®° - one heptacontapentischiliaoctacontillion 


1 followed by 450 540 zeros, 1 000 00075 9% - one heptacontapentischiliaenneacontillion 


1 followed by 450 000 zeros, 1 000 00075 °° - one heptacontapentischilillion 

1 followed by 450 600 zeros, 1 000 00075 1° - one heptacontapentischiliahectillion 

1 followed by 451 200 zeros, 1 000 00075 2° - one heptacontapentischiliadiacosillion 
1 followed by 451 800 zeros, 1 000 000752 - one heptacontapentischiliatriacosillion 


1 followed by 452 400 zeros, 1 000 00075 4° - one heptacontapentischiliatetracosillion 


000 


1 followed by 453 000 zeros, 1 000 00075 5° - one heptacontapentischiliapentacosillion 
1 followed by 453 600 zeros, 1 000 00075 °° - one heptacontapentischiliahexacosillion 
1 followed by 454 200 zeros, 1 000 000757 - one heptacontapentischiliaheptacosillion 
1 followed by 454 800 zeros, 1 000 00075 ®°° - one heptacontapentischiliaoctacosillion 


1 followed by 455 400 zeros, 1 000 00075 9° - one heptacontapentischiliaenneacosillion 


108.7. 1 000 00076 °° - 1 000 00076 99 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 00076 00 
and 1 000 00076 99, 


1 followed by 456 000 zeros, 1 000 00076 °° - one heptacontahexischilillion 

1 followed by 456 006 zeros, 1 000 00076 1 - one heptacontahexischiliahenillion 
1 followed by 456 012 zeros, 1 000 00076 2 - one heptacontahexischiliadillion 

1 followed by 456 018 zeros, 1 000 00076 °°3 - one heptacontahexischiliatrillion 

1 followed by 456 024 zeros, 1 000 00076 °% - one heptacontahexischiliatetrillion 

1 followed by 456 030 zeros, 1 000 00076 - one heptacontahexischiliapentillion 
1 followed by 456 036 zeros, 1 000 00076 °% - one heptacontahexischiliahexillion 
1 followed by 456 042 zeros, 1 000 00076 °% - one heptacontahexischiliaheptillion 
1 followed by 456 048 zeros, 1 000 00076 °°8 - one heptacontahexischiliaoctillion 


1 followed by 456 054 zeros, 1 000 00076 °°9 - one heptacontahexischiliaennillion 


1 followed by 456 000 zeros, 1 000 00076 °° - one heptacontahexischilillion 

1 followed by 456 060 zeros, 1 000 00076 °"° - one heptacontahexischiliadekillion 

1 followed by 456 120 zeros, 1 000 00076 °20 - one heptacontahexischiliadiacontillion 

1 followed by 456 180 zeros, 1 000 00076 °° - one heptacontahexischiliatriacontilion 

1 followed by 456 240 zeros, 1 000 00076 4° - one heptacontahexischiliatetracontillion 
1 followed by 456 300 zeros, 1 000 00076 °° - one heptacontahexischiliapentacontillion 


1 followed by 456 360 zeros, 1 000 00076 °° - one heptacontahexischiliahexacontillion 
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1 followed by 456 420 zeros, 1 000 00076 °79 - one heptacontahexischiliaheptacontillion 
1 followed by 456 480 zeros, 1 000 00076 °° - one heptacontahexischiliaoctacontillion 


1 followed by 456 540 zeros, 1 000 00076 °° - one heptacontahexischiliaenneacontillion 


1 followed by 456 000 zeros, 1 000 00076 °° - one heptacontahexischilillion 

1 followed by 456 600 zeros, 1 000 00076 1° - one heptacontahexischiliahectillion 

1 followed by 457 200 zeros, 1 000 00076 2 - one heptacontahexischiliadiacosillion 

1 followed by 457 800 zeros, 1 000 00076 2° - one heptacontahexischiliatriacosillion 

1 followed by 458 400 zeros, 1 000 00076 4° - one heptacontahexischiliatetracosillion 

1 followed by 459 000 zeros, 1 000 00076 5° - one heptacontahexischiliapentacosillion 
1 followed by 459 600 zeros, 1 000 00076 °° - one heptacontahexischiliahexacosillion 
1 followed by 460 200 zeros, 1 000 00076 7 - one heptacontahexischiliaheptacosillion 
1 followed by 460 800 zeros, 1 000 00076 8° - one heptacontahexischiliaoctacosillion 


1 followed by 461 400 zeros, 1 000 00076 9° - one heptacontahexischiliaenneacosillion 


108.8. 1 000 0007 9°° - 1 000 0007’ %9 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 00077 °° 
and 1 000 000” °°. 


1 followed by 462 000 zeros, 1 000 00077 °° - one heptacontaheptischilillion 

1 followed by 462 006 zeros, 1 000 00077 - one heptacontaheptischiliahenillion 
1 followed by 462 012 zeros, 1 000 00077 °°2 - one heptacontaheptischiliadillion 

1 followed by 462 018 zeros, 1 000 00077 °° - one heptacontaheptischiliatrillion 

1 followed by 462 024 zeros, 1 000 00077  - one heptacontaheptischiliatetrillion 

1 followed by 462 030 zeros, 1 000 00077  - one heptacontaheptischiliapentillion 
1 followed by 462 036 zeros, 1 000 00077 °% - one heptacontaheptischiliahexillion 

1 followed by 462 042 zeros, 1 000 0007’ °° - one heptacontaheptischiliaheptillion 


1 followed by 462 048 zeros, 1 000 00077 °8 - one heptacontaheptischiliaoctillion 
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1 followed by 462 054 zeros, 1 000 00077 °° - one heptacontaheptischiliaennillion 


1 followed by 462 000 zeros, 1 000 00077 °° - one heptacontaheptischilillion 

1 followed by 462 060 zeros, 1 000 00077 °° - one heptacontaheptischiliadekillion 

1 followed by 462 120 zeros, 1 000 0007’ °2° - one heptacontaheptischiliadiacontillion 

1 followed by 462 180 zeros, 1 000 00077 °° - one heptacontaheptischiliatriacontilion 

1 followed by 462 240 zeros, 1 000 0007’ 4° - one heptacontaheptischiliatetracontillion 

1 followed by 462 300 zeros, 1 000 00077 °° - one heptacontaheptischiliapentacontillion 
1 followed by 462 360 zeros, 1 000 00077 °° - one heptacontaheptischiliahexacontillion 
1 followed by 462 420 zeros, 1 000 00077 °”° - one heptacontaheptischiliaheptacontillion 
1 followed by 462 480 zeros, 1 000 00077 °®° - one heptacontaheptischiliaoctacontillion 


1 followed by 462 540 zeros, 1 000 00077 °° - one heptacontaheptischiliaenneacontillion 


1 followed by 462 000 zeros, 1 000 00077 °° - one heptacontaheptischilillion 

1 followed by 462 600 zeros, 1 000 00077 1°° - one heptacontaheptischiliahectillion 

1 followed by 463 200 zeros, 1 000 00077 2 - one heptacontaheptischiliadiacosillion 

1 followed by 463 800 zeros, 1 000 00077 2 - one heptacontaheptischiliatriacosillion 

1 followed by 464 400 zeros, 1 000 00077 4° - one heptacontaheptischiliatetracosillion 

1 followed by 465 000 zeros, 1 000 00077 5° - one heptacontaheptischiliapentacosillion 
1 followed by 465 600 zeros, 1 000 00077 © - one heptacontaheptischiliahexacosillion 

1 followed by 466 200 zeros, 1 000 0007’ 7 - one heptacontaheptischiliaheptacosillion 
1 followed by 466 800 zeros, 1 000 00077 8° - one heptacontaheptischiliaoctacosillion 


1 followed by 467 400 zeros, 1 000 00077 9° - one heptacontaheptischiliaenneacosillion 


108.9. 1 000 00078 9° - 1 000 00078 999 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 00078 00 
and 1 000 0007 99, 
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1 followed by 468 000 zeros, 1 000 00078 °° - one heptacontaoctischilillion 

1 followed by 468 006 zeros, 1 000 00078 1 - one heptacontaoctischiliahenillion 
1 followed by 468 012 zeros, 1 000 00078 °°2 - one heptacontaoctischiliadillion 

1 followed by 468 018 zeros, 1 000 00078 °%3 - one heptacontaoctischiliatrillion 

1 followed by 468 024 zeros, 1 000 00078 °4 - one heptacontaoctischiliatetrillion 

1 followed by 468 030 zeros, 1 000 00078 - one heptacontaoctischiliapentillion 
1 followed by 468 036 zeros, 1 000 00078 °% - one heptacontaoctischiliahexillion 

1 followed by 468 042 zeros, 1 000 00078 °% - one heptacontaoctischiliaheptillion 
1 followed by 468 048 zeros, 1 000 00078 °%8 - one heptacontaoctischiliaoctillion 


1 followed by 468 054 zeros, 1 000 00078 °° - one heptacontaoctischiliaennillion 


1 followed by 468 000 zeros, 1 000 00078 °° - one heptacontaoctischilillion 

1 followed by 468 060 zeros, 1 000 00078 °° - one heptacontaoctischiliadekillion 

1 followed by 468 120 zeros, 1 000 00078 °20 - one heptacontaoctischiliadiacontillion 

1 followed by 468 180 zeros, 1 000 00078 °° - one heptacontaoctischiliatriacontilion 

1 followed by 468 240 zeros, 1 000 00078 4° - one heptacontaoctischiliatetracontillion 

1 followed by 468 300 zeros, 1 000 00078 5° - one heptacontaoctischiliapentacontillion 
1 followed by 468 360 zeros, 1 000 00078 °©° - one heptacontaoctischiliahexacontillion 
1 followed by 468 420 zeros, 1 000 00078 °7° - one heptacontaoctischiliaheptacontillion 
1 followed by 468 480 zeros, 1 000 00078 8° - one heptacontaoctischiliaoctacontillion 


1 followed by 468 540 zeros, 1 000 00078 °° - one heptacontaoctischiliaenneacontillion 


1 followed by 468 000 zeros, 1 000 00078 °° - one heptacontaoctischilillion 

1 followed by 468 600 zeros, 1 000 00078 1° - one heptacontaoctischiliahectillion 

1 followed by 469 200 zeros, 1 000 00078 2° - one heptacontaoctischiliadiacosillion 

1 followed by 469 800 zeros, 1 000 00078 2° - one heptacontaoctischiliatriacosillion 

1 followed by 470 400 zeros, 1 000 00078 4 - one heptacontaoctischiliatetracosillion 

1 followed by 471 000 zeros, 1 000 00078 5° - one heptacontaoctischiliapentacosillion 
1 followed by 471 600 zeros, 1 000 00078 ®° - one heptacontaoctischiliahexacosillion 


1 followed by 472 200 zeros, 1 000 00078 7° - one heptacontaoctischiliaheptacosillion 
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1 followed by 472 800 zeros, 1 000 00078 8 - one heptacontaoctischiliaoctacosillion 


1 followed by 473 400 zeros, 1 000 00078 9° - one heptacontaoctischiliaenneacosillion 


108.10. 1 000 00079 °° - 1 000 000” 999 


Here are the lists containing proposed names of large numbers 
that belong to the numerical ranges between 1 000 00079 °° 
and 1 000 00079 999, 


1 followed by 474 000 zeros, 1 000 00079 °° - one heptacontaennischilillion 

1 followed by 474 006 zeros, 1 000 00079 1 - one heptacontaennischiliahenillion 
1 followed by 474 012 zeros, 1 000 00079 °° - one heptacontaennischiliadillion 

1 followed by 474 018 zeros, 1 000 00079 °° - one heptacontaennischiliatrillion 

1 followed by 474 024 zeros, 1 000 00079 4 - one heptacontaennischiliatetrillion 

1 followed by 474 030 zeros, 1 000 00079 5 - one heptacontaennischiliapentillion 
1 followed by 474 036 zeros, 1 000 00079 6 - one heptacontaennischiliahexillion 

1 followed by 474 042 zeros, 1 000 00079” - one heptacontaennischiliaheptillion 
1 followed by 474 048 zeros, 1 000 00079 °%8 - one heptacontaennischiliaoctillion 


1 followed by 474 054 zeros, 1 000 00079 °°9 - one heptacontaennischiliaennillion 


1 followed by 474 000 zeros, 1 000 00079 °° - one heptacontaennischilillion 

1 followed by 474 060 zeros, 1 000 00079 °° - one heptacontaennischiliadekillion 

1 followed by 474 120 zeros, 1 000 00079 °2° - one heptacontaennischiliadiacontillion 

1 followed by 474 180 zeros, 1 000 00079 °° - one heptacontaennischiliatriacontilion 

1 followed by 474 240 zeros, 1 000 00079 °° - one heptacontaennischiliatetracontillion 
1 followed by 474 300 zeros, 1 000 00079 °° - one heptacontaennischiliapentacontillion 
1 followed by 474 360 zeros, 1 000 00079 °©° - one heptacontaennischiliahexacontillion 
1 followed by 474 420 zeros, 1 000 00079 °7° - one heptacontaennischiliaheptacontillion 
1 followed by 474 480 zeros, 1 000 00079 °®° - one heptacontaennischiliaoctacontillion 


1 followed by 474 540 zeros, 1 000 00079 °° - one heptacontaennischiliaenneacontillion 
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1 followed by 474 000 zeros, 1 000 00079 °° - one heptacontaennischilillion 

1 followed by 474 600 zeros, 1 000 00079 1° - one heptacontaennischiliahectillion 

1 followed by 475 200 zeros, 1 000 00079 2° - one heptacontaennischiliadiacosillion 

1 followed by 475 800 zeros, 1 000 00079 2° - one heptacontaennischiliatriacosillion 

1 followed by 476 400 zeros, 1 000 00079 4° - one heptacontaennischiliatetracosillion 

1 followed by 477 000 zeros, 1 000 00079 5°° - one heptacontaennischiliapentacosillion 
1 followed by 477 600 zeros, 1 000 00079 © - one heptacontaennischiliahexacosillion 
1 followed by 478 200 zeros, 1 000 00079 7° - one heptacontaennischiliaheptacosillion 
1 followed by 478 800 zeros, 1 000 00079 8 - one heptacontaennischiliaoctacosillion 


1 followed by 479 400 zeros, 1 000 00079 9° - one heptacontaennischiliaenneacosillion 
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